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Preface 


The Weekly Coal Production (WCP) provides weekly 
estimates of U.S. coal production by State. Supple- 
mentary data are usually published monthly in two 
supplements: the Coal Exports and Imports Supple- 
ment and the Domestic Market Supplement. The 
Coal Exports and Imports Supplement contains 
detailed monthly data on U.S. coal and coke exports 
and imports. The Domestic Coal Market Supplement 
contains detailed monthly electric utility coal statistics, 
by Census Division and State, for generation, con- 
sumption, stocks, receipts, sulfur content, prices, and 
the origin and destination of coal shipments. This 
supplement also contains summary-level, monthly 
data for all coal-consuming sectors on a quarterly 
basis. 


Preliminary coal production data are published 
quarterly, based on production data collected using 
Form EIA-6, "Coal Distribution Report." Based on 
1988 data, the coal production estimation error for a 
quarter at the national level (i.e., the difference 
between the sum of the weekly estimates for a 
quarter and the quarterly EIA-6 preliminary data) 
ranges from 1 percent to 4 percent. 


Category UC-98 
printing October 26, 1990 


Final coal production data are published ann uall y 
based on the EIA-7A coal production survey. Based 
on 1988 data, the revision error for a quarter at the 
national level (i.e., the difference between the EIA-6 
preliminary data and the EIA-7A final data) ranges 
from 0.02 percent to 0.08 percent. 

This publication is prepared by the Coal Division; 
Office of Coal, Nuclear, Electric and Alternate Fuels; 
Energy Information Administration (EIA) to fulfill its 
data collection and dissemination responsibilities as 
specified in the Federal Energy Administration Act of 
1974 (P.L. 93-275) as amended. Weekly Coal Production 
is intended for use by industry, press. State and local 
governments, and consumers. Other publications that 
may be of interest are the quarterly Coal Distribution, 
the Quarterly Coal Report, Coal Production 1988, and 
Coal Data: A Reference. 

This publication was prepared by Wayne M. Watson 
and Michelle D. Bowles under the direction of Mary 
K. Pauli and Noel C. Balthasar, Chief, Data Systems 
Branch. Questions on energy statistics should be directed 
to the National Energy Information Center (NEIC) at 
202/586-8800. 
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Summary 


U.S. coal production in the week ended October 20, 
1990, as estimated by the Energy Information Admini- 
stration, totaled 21 million short tons. This was about 
the same as in the previous week, but 6 percent more 
than in the comparable week in 1989. Production east 
of the Mississippi River totaled 13 million short tons. 


and production west of the Mississippi River totaled 
8 million short tons. 

This report contains final revised monthly coal 
production data for January through December 1989, 
and revised preliminary monthly coal production data 
for April through June 1990. 


Figure 1. Coal Production 



Table 1. Coal Production 


Week Ended 


Production and Carloadings 10/20/90 10/13/90 

Production (Thousand Short Tons) 

Bituminous 1 and Lignite 20,956 20,509 

Pennsylvania Anthracite 71 76 

U.S. Total 21,027 20,585 

Railroad Cars Loaded 134,131 131,170 


’Includes subbituminous coal. 

Notes: 1990 data are preliminary. Totals may not equal st 
Sources: Association of American Railroads, Transportation 
Administration, Form EIA-6, "Coal Distribution Report"; Form E 
coal production reports. 
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Table 2. Coal Production by State 
(Thousand Short Tons) 


Week Ended 

Region and State 10/20/90 10/13/90 10/21/89 


Bituminous Coal 1 and Lignite 


East of the Mississippi 12,741 

Alabama ’573 

Illinois 1 049 

Indiana g-j-j 

Kentucky 3,420 

Kentucky, Eastern 2,493 

Kentucky, Western 927 

Maryland 62 

Ohio 694 

Pennsylvania Bituminous 1 ,561 

Tennessee 133 

Virginia 935 

West Virginia 3,404 


12,253 

557 

1,079 

764 

3,219 

2,420 

799 

59 

694 

1,543 

132 

930 

3,276 


West of the Mississippi 

Alaska 

Arizona 

Arkansas 

California 

Colorado 

Iowa 

Kansas 

Louisiana 

Missouri 

Montana 

New Mexico 

North Dakota 

Oklahoma 

Texas 

Utah ;; ; ; 

Washington 

Wyoming 

Bituminous 1 and Lignite Total 

Pennsylvania Anthracite 

U.S. Total 


8,214 

8,256 

31 

30 

258 

252 

2 

2 

441 

458 

8 

7 

25 

24 

53 

64 

61 

59 

723 

715 

513 

606 

595 

589 

38 

38 

1,175 

1,150 

494 

515 

106 

104 

3,693 

3,641 

20,956 

20,509 

71 

76 

21,027 

20,585 


12,224 

589 

1,299 

709 

3,330 

2,436 

894 

62 

685 

1,411 

145 

815 

3,181 

7,507 

41 

233 

2 

15 

340 

7 

24 

79 

72 

735 

438 

548 

34 

1,038 

388 

102 

3,410 

19,731 

67 

19,799 


includes subbituminous coal. 

S™«. 19 Al^; are f r A liminary - Totals may not equal sum of components due to independent rounding. 

Sources Association of American Railroads, Transportation Division, Weekly Statement CS-54A' Enerav Information 

Co *' D ““ on ^ F ° m ^ • co>i ^ 
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Table 3. Coal Production by State, January-June 1990 
(Thousand Short Tons) 


Region and State 


January February March April 


January- 

May June June 


Bituminous Coal 1 and Lignite 


East of the Mississippi 55,968 51,367 

Alabama 2,614 2]375 

Illinois 5,798 5,179 

Indiana 2,908 2,946 

Kentucky 15,415 13,856 

Kentucky, Eastern 11,229 10,250 

Kentucky, Western 4,185 3,606 

Maryland 332 290 

Ohio 3,221 2,940 

Pennsylvania Bituminous 6,045 5,985 

Tennessee 571 ’530 

Virginia 4,521 4,159 

West Virginia 14,542 13,109 

West of the Mississippi 34,335 30,429 

Alaska 130 ’ll 7 

Arizona 1,082 986 

Arkansas 1 1 

California 13 

Colorado 1,722 1,598 

Iowa 33 30 

Kansas 76 72 

Louisiana 245 157 

Missouri 241 218 

Montana . 3,234 2,843 

New Mexico 1 ,857 1 ,874 

North Dakota 2,652 2,286 

Oklahoma 186 154 

Texas 4,742 4,249 

Utah 2,061 1,868 

Washington 429 387 

Wyoming 15,630 13,589 

Bituminous 1 and Lignite Total .... 90,304 81,796 

Pennsylvania Anthracite 237 221 

U.S. Total 90,541 82,017 


57,182 

51,490 

53,836 

52,584 

322,428 

2,605 

2,505 

2,545 

2,621 

15,266 

5,431 

5,076 

5,291 

4,759 

31,534 

3,375 

2,979 

2,955 

2,925 

18,088 

15,311 

14,009 

14,281 

14,010 

86,882 

1 1 ,252 

10,485 

10,459 

10,269 

63,945 

4,059 

3,524 

3,822 

3,741 

22,938 

316 

267 

277 

268 

1,750 

3,297 

2,703 

2,845 

2,822 

17,828 

6,988 

5,619 

6,319 

6,016 

36,971 

599 

545 

561 

576 

3,382 

4,692 

4,222 

4,152 

4,244 

25,989 

14,567 

13,566 

14,610 

14,343 

84,737 

34,175 

31,414 

32,389 

31,726 

194,468 

131 

102 

103 

101 

684 

1,101 

671 

674 

660 

5,174 

1 

1 

1 

1 

9 

- 

- 

- 

- 

13 

1,656 

1,519 

1,615 

1,540 

9,649 

33 

29 

30 

29 

184 

80 

61 

65 

64 

418 

246 

318 

314 

225 

1,505 

243 

207 

216 

212 

1,336 

3,187 

3,070 

3,031 

3,080 

18,445 

2,148 

2,197 

2,166 

2,105 

12,347 

2,563 

2,290 

2,334 

2,372 

14,497 

168 

163 

166 

160 

997 

4,744 

4,378 

4,592 

4,497 

27,203 

1,928 

1,740 

1,845 

1,744 

11,186 

432 

416 

427 

418 

2,510 

15,513 

14,252 

14,808 

14,519 

88,311 

91,357 

82,904 

86,225 

84,310 

516,895 

259 

246 

272 

271 

1,507 

91,616 

83,150 

86,497 

84,581 

518,402 


'Includes subbituminous coal. 

Notes: All data are preliminary. Totals may not equal sum of components due to independent rounding. 

Sources: Association of American Railroads, Transportation Division, Weekly Statement CS-54A; Energy Information 
Administration, Form EIA-6, "Coal Distribution Report"; Form EIA-7A, "Coal Production Report"; and State mining agencv 
coal production reports. a ’ 
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Table 4. Coal Production by State, January-June 1989 
(Thousand Short Tons) 


Region and State 


January February March 


April 


May 


June 


January- 

June 


Bituminous Coal 1 and Lignite 


Illinois . 
Indiana 


Kentucky, Western . . 

Maryland 

Ohio 

Pennsylvania Bituminous 

Tennessee 

Virginia 


Alaska 

Arizona 

Arkansas 

Colorado 

Iowa 

Kansas 

Louisiana 

Missouri 

Montana 

New Mexico 

North Dakota 

Oklahoma 

Texas 

Utah 

Washington 

Wyoming 

Bituminous 1 and Lignite Total 
Pennsylvania Anthracite 


50,362 

48,031 

55,732 

47,498 

51,418 

46,541 

299,582 

2,330 

2,234 

2,609 

2,383 

2,539 

2,171 

14,267 

5,226 

4,691 

5,739 

4,717 

5,021 

4,553 

29,947 

2,483 

2,417 

2,945 

2,554 

2,845 

2,655 

15,900 

13,500 

12,776 

14,548 

13,260 

14,658 

13,939 

82,680 

10,263 

9,713 

11,060 

9,891 

10,933 

10,337 

62,198 

3,236 

3,063 

3,488 

3,369 

3,724 

3,602 

20,483 

332 

316 

358 

292 

324 

292 

1,914 

2,999 

2,898 

3,363 

2,483 

2,660 

2,410 

16,814 

5,590 

5,610 

6,612 

5,750 

5,606 

5,025 

34,194 

512 

485 

560 

505 

545 

491 

3,099 

3,743 

3,550 

4,086 

3,552 

3,841 

3,460 

22,232 

13,648 

13,053 

14,912 

12,001 

13,377 

1 1 ,544 

78,534 

31,683 

27,097 

33,346 

29,680 

31,073 

31,993 

184,872 

138 

127 

151 

103 

110 

105 

734 

950 

872 

1,033 

933 

999 

952 

5,739 

4 

3 

4 

5 

6 

5 

27 

1,343 

1,256 

1,521 

1,344 

1,499 

1,345 

8,308 

50 

40 

48 

34 

36 

34 

243 

46 

21 

25 

62 

66 

63 

281 

244 

208 

239 

266 

237 

150 

1,344 

317 

285 

338 

245 

262 

249 

1,696 

3,203 

2,586 

3,271 

2,876 

2,934 

3,196 

18,066 

1,778 

1,760 

2,082 

1,832 

2,173 

2,452 

12,077 

2,807 

2,276 

2,890 

2,206 

2,264 

2,459 

14,903 

131 

99 

131 

152 

158 

167 

837 

4,200 

3,854 

4,567 

4,304 

4,618 

4,401 

25,945 

1,672 

1,518 

1,870 

1,502 

1,677 

1,525 

9,765 

418 

384 

455 

444 

473 

450 

2,623 

14,382 

1 1 ,809 

14,722 

13,372 

13,561 

14,439 

82,285 

82,045 

75,128 

89,078 

77,178 

82,491 

78,534 

484,454 

286 

287 

343 

278 

285 

261 

1,738 

82,331 

75,414 

89,421 

77,456 

82,776 

78,795 

486,192 


includes subbituminous coal. 

Notes: Totals may not equal sum of components due to independent rounding 

Association of American Railroads, Transportation Division, Weekly Statement CS-54A; Energy Information 
coal' production re^rte ’ ° D,stribution Re P ort ": Form EIA ‘ 7A - "Coal Production Report"; and State mining agency 
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Table 5. Coal Production by State, July-December 1989 
(Thousand Short Tons) 


Region and State 


Bituminous Coal 1 and Lignite 

East of the Mississippi 

Alabama 

Illinois 

Indiana 

Kentucky 

Kentucky, Eastern . . . 

Kentucky, Western 

Maryland 

Ohio 

Pennsylvania Bituminous 

Tennessee 

Virginia 

West Virginia 

West of the Mississippi 

Alaska 

Arizona 

Arkansas 

California 

Colorado 

Iowa 

Kansas 

Louisiana 

Missouri 

Montana 

New Mexico 

North Dakota 

Oklahoma 

Texas 

Utah 

Washington 

Wyoming 

Bituminous 1 and Lignite Total 

Pennsylvania Anthracite 

U.S. Total 


July 

August 

September 

October 

37,457 

55,135 

51,848 

55,426 

1,611 

2,383 

2,224 

2,738 

3,948 

5,508 

4,998 

5,326 

2,362 

3,408 

3,130 

3,155 

11,016 

16,218 

15,310 

15,482 

8,424 

12,356 

11,472 

11,375 

2,592 

3,863 

3,838 

4,107 

168 

256 

239 

290 

2,110 

3,200 

2,994 

3,133 

3,991 

6,021 

5,975 

6,367 

423 

600 

550 

655 

2,805 

4,068 

3,732 

3,684 

9,022 

13,472 

12,696 

14,597 

28,948 

35,903 

32,968 

34,148 

90 

125 

117 

179 

886 

1,211 

1,130 

1,062 

5 

6 

6 

9 

- 

- 

- 

41 

1,174 

1,456 

1,431 

1,495 

26 

37 

35 

31 

78 

108 

100 

94 

264 

325 

226 

303 

207 

290 

271 

326 

2,999 

3,480 

3,203 

3,404 

1,577 

2,203 

2,010 

2,104 

2,022 

2,661 

2,529 

2,538 

133 

163 

150 

158 

3,989 

5,535 

5,166 

4,741 

1,349 

1,794 

1,737 

1,748 

300 

415 

387 

479 

13,845 

16,094 

14,470 

15,435 

66,404 

91,038 

84,815 

89,574 

196 

310 

299 

298 

66,601 

91,349 

85,115 

89,873 


July- January- 
November December December December 


52,539 

43,680 

296,685 

595,667 

2,591 

2,178 

13,725 

27,992 

5,023 

4,516 

29,320 

59,267 

3,122 

2,564 

17,741 

33,641 

14,718 

11,964 

84,708 

167,389 

10,957 

8,958 

63,541 

125,739 

3,761 

3,006 

21,167 

41 ,649 

281 

227 

1,462 

3,376 

2,965 

2,473 

16,874 

33,689 

5,860 

4,841 

33,055 

67,248 

622 

532 

3,382 

6,480 

3,501 

2,984 

20,774 

43,006 

13,856 

11,402 

75,045 

153,580 

34,426 

30,450 

196,841 

381,714 

182 

155 

848 

1,582 

1,029 

878 

6,196 

11,935 

9 

7 

43 

70 

- 

- 

41 

41 

1,613 

1,646 

8,815 

17,123 

31 

26 

187 

430 

105 

90 

574 

856 

307 

214 

1,639 

2,983 

317 

271 

1,682 

3,378 

3,507 

3,082 

19,676 

37,742 

1,950 

1,781 

1 1 ,625 

23,702 

2,615 

2,298 

14,664 

29,566 

157 

154 

915 

1,753 

4,574 

3,905 

27,910 

53,854 

1,847 

1,861 

10,337 

20,102 

451 

385 

2,416 

5,039 

15,732 

13,697 

89,273 

171,558 

86,965 

74,130 

492,927 

977,381 

272 

233 

1,610 

3,348 

87,236 

74,363 

494,536 

980,729 


includes subbituminous coal. 

Note: Totals may not equal sum of components due to independent rounding. 

Sources: Association of American Railroads, Transportation Division, Weekly Statement CS-54A; Energy Information 
Administration, Form EIA-6, "Coal Distribution Report"; Form EIA-7A, "Coal Production Report"; and State mining agency 
coal production reports. 7 
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BECAUSE IT'S FREE! 

Every year the Government publishes thousands of 
books. And every year the U.S. Government Printing Office 
sells these books to the public. Now there’s a book that tells 
you about the Government’s new and popular 
publications — but it’s not for sale . . . it’s free! 

It’s our catalog of books — hundreds of books from 
virtually every Government agency. The subjects range from 
agriculture, business, children, and diet to science, space, 
transportation, and vacations. And there are titles on military 
history, education, hobbies, physical fitness, gardening, and 
much, much more! There’s also a special section for recently 
published books. 

Find out about the Government’s new and popular 
books by sending today for a copy of the book we don ’t 
sell. Write — 

Free Catalog 

P.O. Box 37000 

Washington, DC 20013-7000 
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This publication is available from the Superintendent of Documents, U.S. Government Printing Office (GPO). 
Information about purchasing this or other Energy Information Administration (EIA) publications may be obtained 
from the GPO or the ElA’s National Energy Information Center (NEIC). Questions on energy statistics should 
be directed to the NEIC by mail, telephone or telecommunications device for the deaf (TDD). Addresses, 
telephone numbers, and hours appear below. 


National Energy Information Center, El-231 
Energy Information Administration 
Forrestal Building, Room 1 F-048 
Washington, DC 20585 
(202) 586-8800 

Telecommunications Device for the 
Deaf only: (202) 586- 1181 
Hours: 8 a.m. - 5 p.m., M-F, Eastern Time 

Superintendent of Documents 
U.S. Government Printing Office 
Washington, DC 20402 
(202) 783-3238 


This report was prepared by the Energy Information Adminis 
Department of Energy. The information contained herein sho 
Department of Energy or any other organization. 



